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. CABARRUS COUNTY 
, MARLBORO LIGHTS KS REGULAR SR 
' PRODUCT CGBE-0660 ' 
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TOBACCO ROD LENGTH 

57,0 

HM 

. TIPPING LENGTH 

31,000 

HM 

CIGARETTE PAPER WIDTH 

27,25 

MM 

CIRCUMFERENCE 

24,60 

MM 

CALCULATED VOLUME 

2,769,7697 

CUBIC HM 

CALCULATED DENSITY 

24,7500 

CGMS/CC 

tffllSILBE_ 



PACK MOISTURE 

12.50 

X W/U 

IABQEEJIEIffllS_ 



FILLER WEIGHT 

.6904660 

GRAMS 

CALCULATED UEIGHT 

1,522.2 

LBS, /1000 

PAPER AND PASTE 

,0396483 

GRAMS 

ROD UEIGHT 

,7301163 

GRAMS 

TIPPING AND ADHESIVE 

,0380671 

GRAMS 

TOTAL LESS PLUG 

-7682034 

GRAMS 


REASON FGR CHANGE i PAPER/PASTE HEIGHT INCREASED DUE TO INCREASED CIGARETTE 
PAPER WEIGHT, 
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